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LIMITED OFFICIAL USE WARSAW 1652 
EXCON 

E. O. 11652: N/ A 

TAGS: ESTC, COCOM, US, PL 

SUBJECT: U. S. ELECTRIC MEASUREMENT INSTRUMENTS TO 
POLAND- IL 1529 

REF: OECD PARIS 9301 

FOR COMMERCE 

CORRECT NAME OF END- USER IS UNITRA CEMI INSTYTUT 
TECHNOLOGII ELEKTRONOWEJ ( UNITRA CEMI INSTITUTE OF 
ELECTRONIC TECHNOLOGY). NAME " UNITRA" IS USED BY BOTH 
FOREIGN TRADE ENTERPRISE AND INDUSTRIAL ASSOCIATION 
DEALING IN ELECTRONICS. " CEMI" IS NAME USED BY CERTAIN 
MANUFACTURING AND RESEARCH SUBDIVISIONS OF UNITRA 
INDUSTRIAL ASSOCIATION. 
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*** Current Handling Restrictions *** n/a 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 09 APR 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: garlanwa 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973WARSAW01652 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: WARSAW 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730438/aaaaiarj.tel 

Line Count: 52 
Locator: TEXT ON-LINE 
Office: ACTION EB 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 73 OECD PARIS 9301 
Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15-Aug-2001 by shawdg>; APPROVED <21 -Nov-2001 by garlanwa> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 971216 

Subject: U. S. ELECTRIC MEASUREMENT INSTRUMENTS TO POLAND- IL 1529 

TAGS: ESTC, PL, US, COCOM 

To: EB 

OECD PARIS 

SECSTATE WASHDC 
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